BILL NO. S-70-11- 0 

SPECIAL ORDINANCE NO. S- £ ff£- 73 

AN ORDINANCE approving two contracts with 
EARTH CONSTRUCTION &' ENGINEERING, INC. for 
Sewer Contract No. 207-1970 known as 
Elimination of Decatur Road Lift Station, 
and Sewer Contract No. 239-1970 known as 
Schick and Berry Streets Storm Sewer. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA; 

SECTION 1. The contract approved October 28, 1970, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and EARTH CONSTRUCTION & ENGINEERING, INC. 
for Sewer Contract No. 207-1970 known as Elimination of Decatur 
Road Lift Station, as follows; 

SANITARY SEWER ; Beginning at an existing man- 
hole located at the intersection of Old Decatur 
Road and South View Avenue; thence Northwesterly 
in and along Old Decatur Road a distance of 32 1± 
l.f. to a proposed manhole at the intersection 
of Hawthorne St. ; thence continuing Northerly in 
and along Hanna Street a distance of 421± l.f. to 
a proposed manhole on the North side of the inter- 
section of Belmont Drive; thence Westerly in and 
along a proposed easement a distance of 245± l.f. 
to an existing manhole on the East side of Old 
Decatur Road. 

Said sewer shall be 12 and 15 inches in diameter, 

for a total cost of $29,416.50, all as more particularly set 
forth in said contract, which is on file in the offi ce of the 
Board of Public Works, is by reference incorporated herein and 
made a part hereof, is hereby in all things ratified, confirmed 
and approved. 

SECTION 2. The contract approved October 28, 1970, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and EARTH CONSTRUCTION & ENGINEERING, INC. 
for Sewer Contract No. 239-1970 known as Schick and Berry Streets 
Storm Sewer, as follows; 


STORM SEWER; Beginning at a proposed manhole 
structure located 215 it 1. f. West of the inter- 
section of Schick and Berry Streets; thence 
North a distance of 20± 1. f. to a proposed man- 
hole; thence East in and along the North side 
of Berry Street a distance of 214± l.f. to a 
proposed manhole; thence South a distance of. 32± 
l.f. to a proposed catch basin; thence East a 
distance of 18± l.f. to a proposed catch basin; 
thence East a distance of 18± l.f. to a proposed 
inlet. 

Said sewers shall be 24/ 18/ 15 and 12 inches in 
diameter , 


for a total cost of $23., 311.00, all as more particularly set 
forth in said contract, which is on file in the office of the 
Board of Public Works and is by reference incorporated herein and 
made a part hereof, is hereby in all things ratified, confirmed 
and approved. 


SECTION. 3. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 




Read the first time in full and on motion by seconded by 



-at— the— Gouncid Chamber sv^City^HalT, Fort Wayne', Indiana, on ’ 
the-—— d-ay-of — 196- 


-at 


o'clock 




Date : 


3 !~j V - To 



Read the third time in full and on motion by 


City Clerk 




seconded by 



and duly adopted, placed on its passage. 


Passed (S13“) by the following vote: 
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ABSTAINED 


ABSENT 


to -wit: 


Date 
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City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
- ■ ’ ' (Special) ( Apprep-riation) Ordinance (R esolu tion ) No 

, J 

on the.- : ■ day of > 196 “1 ^ • 


- ? ■> 


A- IE 

-ZZ>- X 
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city Clerk 


(SEAL) 






ifqi the Mayor of the City of Fort Wayne, Indiana, on the 

™wr 

'Jr 




day 


, 196 ? 0 at the hour of J ^ c o'clock fj- .M,,E.S,T. 

^ City Clerk 

Approved and signed by me this of — 3 


at the hour of :uu o'clock A , .M.,E.S.T. 




Bill No. S-70-TU02 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 3 your Committee on Citv Utilities to whom was referred an Ordinance 

approving two contracts with EAETH CONSTRUCTION & ENGINEERING. INC, for Sewer 

Contract No. 207-1970 known as Elimination of Decatur Road Lift Station, and Sewer. 

Contract No. 239-1970 known as Schick and Berry Streets Storm Sewer. 


have had said Ordinance under consJ.^e 


ration and beg leave to report back to the Common 


Council that said Ordinance /c-"' PASS. 

WILLIAM K. GEAKE, Chairman 

JACK K. DUNIFON. Vice-Chairman 

CELIA ANN FAY 

JOHN NTTCKOLS 
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EDWIN J. R.OTTSSEATT 


